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January 4th 

MARY MACKINNON SHORE Pianist 

Grade II 

Tambourin . J. P. Rameau 

Grade I 

Bourree . J. S. Bach 

Grade VIII 

Solfeggietto . C. P. E. Bach 

Grade III 

The First Sorrow . R. Schumann 

Grade V 

Waltz, Op. 124, No. 4 . R. Schumann 

Grade IV 

The Schoolmaster with the 

Long Nose .... . W. Niemann 

(from “In Children’s Land’’) 

Grade V 

Soldiers in the Distance . A. Benjamin 

Grade VI 

Anderson’s Fairy Tales, No. 1....S. Bortkiewicz 
Grade VII 

Anderson’s Fairy Tales, No. 2 . S. Bortkiewicz 
Grade VIII 

Bolero (from 11 Children’s 

Pieces) . A. Casella 

March Little Soldier . O. Pinto 


January 11th 

GORDON HALLETT, Pianist 

Grade IX 

Three-Part Invention, No. 10, 

G major . J. S. Bach 

Grade X 

Songs Without Words, 

Opus 3 8, No. 2 F. Mendelssohn 

Opus 62, No. 1 F. Mendelssohn 

A.R.C.T. 

Etude de Concert, D flat . F. Liszt 







January 18th 

CLARA SALISBURY BAKER 

SPEECH ARTS AND DRAMA DEPT. 


Grade II 

The King’s Breakfast . A. A. Milne 

(When We Were Very Young) 

Grade IX 

Canadian Spring . Bruce Hutchinson 

(The Unknown Country) 

Grade X 

The Lads in Their Hundreds .... A. E. Housman 
(The Shropshire Lad) 

1st Corinthians, Chapter XIII . The Bible 

A.R.C.T. 

The People Will Live On . Carl Sandburg 


January 25th 

NAOMI YANGVA, Pianist 


Grade I 

Ah! Vous dirai-je Maman ... .. W. A. Mozart 

Grade II 

Little Song . D. Kabalevsky 

Melody . R. Schumann 

Grade III 

Sonatina in G 

(1st movement) . L. van Beethoven 

Grade IV 

Sailor’s Dance . H. Purcell 

Grade V 

Cradle Song for a Doll . W. Niemann 

Little Willy and the Wind . W. Niemann 

(from "In Children’s Land”) 

Grade VI 

Waltz (Five Piano Pieces, No. 2) . F. Delius 

Grade VIII 

Largo (from Concerto F minor) Bach-Craxton 

Grade VII 

The Song of the Lark, 

Op. 3 9, No. 22 . P. Tschaikowsky 










February 1st 

CLIFFORD POOLE, Pianist 


A.R.C.T. 

Jardins sous la Pluie . C. Debussy 

Grade IX 

Ecossaises . Besthoven-Busoni 

A.R.C.T. 

Prelude in G major . S. Rachmaninoff 

Grade X 

Danse de Meunier . M. de Falla 


February 8 th 

CORNELIUS YSSELSTYN, Violoncellist 

GORDON KUSHNER, Accompanist 

Grade VIII 

Chant du Menestrel . A. Glazounow 

Grade IX 

Largo and Allegro con Spirito 

(from Sonata in G major) . Henry Ecctes 

Andantino . Padre Martini-Kreisler 


February 15th 

GERALD RUTLEDGE, Pianist 

Grade V 

Gavotte (from “Fourth French 

Suite”) . .J. s. 

Humoresque (Two Short Pieces, 

No. 2) . York E 

Grade VII 


Sunset . 
Grade II 


Grade III 

Night on the Rivet- 
Grade VI 

A Walking Tune 
Grade VIII 

Nocturne in G minor, 
Opus 3 7, No. 1 


Polichinelle . H. Vilia Lobos 


. J. de Saint-Luc 


F. Chopin 








February 22nd 

MARGARET MILLER BROWN. Pianist 

Grade X 

Etude in C sharp minor . A. Scriabin 

Grade IX 

From Op. 39: 

Shadow Dance . E. MacDowell 

Idyll . E. MacDowell 

A.R.C.T. 

The Maiden and the Nightingale .... E. Granados 
Prelude. No. 3 . G. Gershwin 

February 29th 

GEORGE LAMBERT. Baritone 

WELDON KILBURN, Accompanist 

Grade VI 

Since first I saw your face . T. Ford 

Grade IX 

Turn Thee to me 

(from "Biblical Songs") . A. Dvorak 

Shamrocks . H. Willan 

A.R.C.T. 

Ich Grolle Nicht 

(from "Dichterliebe”) . R. Schumann 

The Vagabond (from "Songs 

of Travel”) . R. Vaughan-WilUams 

March 7th 

MADELINE BONE, Pianist 

Grade VI 

Polonaise in G minor . J. S. Bach 

Grade II 

The Merry-Go-Round . B. Berlin 

Grade III 

Doll’s Waltz (from "Doll's 

House Suite”) . H. Bath 

A Sailor Tune . F. Caton 

Grade IV 

Enchantment . H. Hanson 

Chinatown (Five Pastels) . F. Swinstead 

Grade V 

Andante in A . H. Bertin'i 

Polka . P. Tschaikowslcy 









Grade VIII 

Chanson de L’Escarpolette (from 

‘‘L’Almanach aux Images”) . G. Grovlez 

Dix Pieces Gaies, No. 4 . N. Tcherepnine 

March 14th 

MARGARET PARSONS, Pianist 

Grade X 

Sonatina in C, Op. 13, No. 1 .... D. Kabalevsky 
(Allegro; Andantino; Presto) 

Grade IX 

A.D. 1620 (from “Sea Pieces”) .. . E. MacDowell 

A.R.C.T. 

Fireflies (Four Characteristic Pieces, 

No. 2) . Frank Bridge 

* * * 

March 21st 

KATHLEEN PARLOW, Violinist 

LEO BARKIN, Accompanist 

Grade IX 

Slavonic Dance No. 1, 


G minor . A. Dvorak (arr. Kreisler) 

Grade VIII 

42 Studies, No. 8, 

in E major. R. Kreutzer (arr. Kaufman) 

Grade X 

La fille aux cheveux 

de lin . C. Debussy (arr. Hartman) 

Grade IX 

Air on the G 

string . J. S. Bach (arr. Wilhelmj) 


March 28th 

ALBERTO GUERRERO, Pianist 

A.R.C.T. 

Pavane pour une Infante defunte . M. Ravel 

Faschingsschwank aus Wien R. Schumann 

(1st movement) 

Production and Script by PERSIS A. HEBDEN 

* * * 

(Sponsored by the makers of Face-Elle 
and Gibson’s Tissue Handkerchiefs.) 







